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"A Consideration ot the Factors Affecting Resolution of Vibration 
Isolation Cameras' 5 , Richard Casper, Aeroflesc Laboratories, incorporated. 

Long Island City, Hew York 

This paper was a good report on & thorough survey of the 
effect of Vibration isolation ©a a ©sail unstabiliaei camera,, 

Ifefortunately the kind ©£ camera descrived is about two orders of 
magnitude fealow our objective and as & result has ns application^ 
our present problem,, 

"Single-Wave Inter feresetric Mapping of Flat Surfaces", C„R 0 Fond 
aad RoAo Wiggins, The Boeing Company, Seattle, Washington 

This report contributed very little information since it 
was a description ©f a test method for small (2" diameter) flats 
for lasers} and the method and technique® are veil known to ©So 

"Imago Distortion In Panoramic Photography", EoF« Yost, Defense Products 
Division, Fairchild Camera and Instrument Corporations 300 Robbias 
Lane, Syoseefc, Kew York 

Xhi© paper contained no information not contained in "Some 
Characteristic® of Panoramic Camera.® for Aerial Surveillance", R 0 G 0 L®I asses 
aswi DoPa Peris, Photo e Scio & Engr 0 , Vol<> 5, W©o 5, Sept-Qcfc 1961 0 
Apparently the Optical Society's referees war® mt aware that the 
article va© published 0 
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